AMENDMENT TO REGULATIONS GOVERNING THE UNI- 
FORMS OF OFFICERS AND EMPLOYEES OF THE 
UNITED STATES PUBLIC HEALTH SERVICE, 1937 


No. 1. 
To Commissioned Officers and All Others Concerned: 

Substitution for gold bullion, gold thread, and gold lace.—In 
the making of devices and insignia as required by the Uniform Regu- 
jations, the use of gold-colored metal is authorized as a substitute for 
gold bullion, and the use of gold-colored silk thread and tightly woven 
gold-colored braid is authorized as a substitute for gold lace. 

Tuomas ParRAN, 
Surgeon General. 


Approved: June 4, 1941. 


Pauut V. McNort, 
Administrator, Federal Security Agency. 


Approved: June 6, 1941. 


Franxkuin D. Rooskvetr, 
The White House. 
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